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            Abstract
          
        

        
          본 연구는 해군 무기체계에 적용되는 COTS 기반 랙마운트형 서버류 장비의 CBM+ 적용 방안을 제안한다. 고성능 서버는 평시 낮은 자원 사용률과 오버 프로비저닝 특성으로 인해 고장 데이터가 부족하고, 고장 직전까지 상태지표가 정상 범위에 머무를 수 있다. 이에 Redfish API 기반 하드웨어 상태정보와 체계 고유 BIT 정보를 융합하고, LSTM-autoencoder 기반 이상감지, Bayesian LSTM 기반 RUL 산출, 운용자 피드백 기반 모델 보정 절차를 제시하였다.

        

        
          
            초록
          
        

        
          This study proposes a CBM+ application framework for COTS-based rack-mounted server-class equipment in naval weapon systems. The proposed framework integrates Redfish-based hardware telemetry and system-specific BIT data and employs LSTM-AE-based anomaly detection, Bayesian LSTM-based RUL estimation, and operator-feedback-based model calibration.
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